Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


CONFIDENTIAL 

PAGE 01 LONDON 14110 121215Z 
53 

ACTION PM-04 

INTO OCT-01 EUR-12 ISO-00 ACDA-05 CIAE-00 INR-07 10-10 

L-03 NSAE-00 NSC-05 EB-07 NRC-05 OES-03 EEAE-00 

DODE-00 SAJ-01 ERDE-00 INRE-00 SSO-00 NSCE-00 /063 W 

076786 

O 121200Z SEP 75 
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TO AMEMBASSY MOSCOW IMMEDIATE 
SECSTATE WASHDC IMMEDIATE 4673 

CONPIDENTIALLONDON 14110 

E.O. 11652: XGDS-1 
TAGS: FARM, UR, US 

SUBJECT: PREFATORY BILATERAL FOR A NUCLEAR SUPPLIERS 
MEETING 

REF: (A) MOSCOW 12675 (B) STATE 209886 
(C) MOSCOW 12957 

EMBASSY MAY INPORM TIMERBAYEV THAT HIS REQUEST (REPTEL 
C) TO MOVE MEETING PROM 2:00 P.M. TO 3:00 P.M. ON 
SEPTEMBER 15 IS ACCEPTABLE TO U.S. DELEGATION. 

RICHARDSON 
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